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NATIONAL FOREIGN INTELLIGENCE BOARD 


NFIB-2.1/35 
5 March 1979 


DOA Registr 
MEMORANDUM FOR NATIONAL FOREIGN INTELLIGENCE BOARD Fie 2 2 


FROM : Walter Elder 
Secretary 


SUBJECT : Seating at NFIB Meetings (U) 


1. Given the physical limitations of Room a ST 
may I suggest that the NFIB seating be rearranged as follows: 
a. members (15) at the table, and 
b. observers (6) in reserved seats. (U) 
2. The alternatives are ugly to contemplate. They include: 
a. new conference room, 
b. new conference table or tables, 
c. new, smaller chairs, and 
d. all of the above and other measures. (U) 


3. We are hoping for a new ventilation system soon and will resume 
serving coffee, if you wish. (U) 


4. Please advise. (U) 


STAT 
WALTER ELDER . 
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